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Message Text 

UNCLASSIFIED 

PAGE 01 NEW DE 12313 140635Z 

ACTION PM-05 

INFO OCT-01 NEA-10 ISO-OO INR-10 /026 W 

085803 140635Z/21 

P R 140555Z AUG 78 

FM AMEMBASSY NEW DELHI 

TO SECSTATE WASHDC PRIORITY 3358 

SECDEF WASHDC 

INFO CINCPAC HONOLULU HI 

CSAF WASHINGTON DC 

AFLC INTL LOG CEN WPAFB OH 

UNCLAS NEW DELHI 12313 

SECSTATE FOR PM-SAS; SECDEF FOR ISA(SA)DSAA; CSAF FOR LGFT; 

CINCPAC FOR J47 

FROM: ODC 

E.O. 11652: N/A 
TAGS: MASS, IN 

SUBJECT: FMS CASE INDIA - REPAIRE/REFURBISHING OF STAR 
SAPPHIRE RADAR PARTS 

1 . THE INDIAN AIRFORCE, GOVERNMENTOF INDIA, HAS REQUESTED 
AN FMS CASE FOR REPAIR AND REFURBISHING OF THE FOLLOWING 
FPS 100 STAR SAPPHIRE RADR PARTS. 

NSN NOUN 

5840-00-338-2 1 23 GEAR REDUCER ASSEMLY 
PART NUMBER 185N250 
FPS 100-4 FIGURE INDEX 
25-71 

5840-00-296-2334 COUPLER, ROTARY UG 950/FPS 6 
PART NUMBER: 519E480G001 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 NEW DE 12313 140635Z 

AN/FPS 85-4, FIGURE INDEX 3-9 

2. THE ABOVE ITEMS ARE CRITICALLY REQUIRED 

BY THE IAF. REQUEST FORWARD LOA TO EMBASSY OF 
INDIA. WASHINGTON. D.C. 

GOHFF.N 
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UNCLASSIFIED 
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Concepts: RADAR, MILITARY SALES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978NEWDE12313 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780331-0713 
Format: TEL 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780867/aaaaceig.tel 

Line Count: 61 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 23f10d64-c288-dd11-92da-001cc4696bcc 
Office: ACTION PM 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1749342 
Secure: OPEN 
Status: NATIVE 

Subject: FMS CASE INDIA - REPAIRE/REFURBISHING OF STAR SAPPHIRE RADAR PARTS 
TAGS: MASS, IN 
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